Honeywell 


THE DOCTOR'S CHOICE 

#1 Brand Recommended by Allergists' 

HEPA ALLERGEN REMOVER 
AIR PURIFIERS 


Owner’s Manual 


HPAO60 SERIES 
HPA160 SERIES 
HPAO64 SERIES 
HPA164 SERIES 


HPA164 


HPAQ64 


HPAQ6O 


Ifyou have any questions about the operation of this product, 
please call us toll-free at 1-800-477-0457, e-mail us at 
ConsumerRelations@HelenofTroy.com, or visit our 

website at: www.HoneywellPluggedin.com. 

In Canada: www.HoneywellPluggedin.ca 


A\ IMPORTANT SAFETY INSTRUCTIONS 


READ AND SAVE THESE SAFETY INSTRUCTIONS BEFORE 
USING THIS AIR PURIFIER 


When using electrical appliances, basic precautions should always be followed to reduce the risk 
of fire, electric shock, and injury to persons, including the following; 
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12. DO NOT allow foreign objects to enter 
ventilation or exhaust opening as this may 
cause electric shock or damage to the air 
purifier, DO NOT block air outlets or intakes. 
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18. SAVE THESE INSTRUCTIONS. 


For FCC compliance information, please see last page of this manual. 


ZAWARNING: To Reduce The Risk of Fire or Electric Shock, DO NOT Use This Air Purifier With 
Any Solid-State Speed Control Device, 


GETTING TO KNOW YOUR AIR PURIFIER 


HPAQ60 Series 
Control Panel Type J Certified Type fj Genuine Rear 
HEPA Filter (1) Household Gas & Odor Grille 
Reducing Pre-Filter 
HPA160 Series 
Control Panel Type [J Certified Type ] Genuine Rear 


HEPA Filters (2) Household Gas & Odor Grille 
Reducing Pre-Filter 


HOW YOUR AIR PURIFIER WORKS 


This model air purifier incorporates a 2-stage cleaning system 
to help clean the air that passes through the filter 
in the unit (Fig, 1). 


Stage 1: Type EE Household Gas & Odor Reducing 
Pre-Filter 

Stage 2: Type Wi certified HEPA Filter captures 
particles as small as 0.3 microns or larger 
from the air that passes through the filter 


Fig 1 
2-Stage Cleaning System 
STAGE 1 


STAGE 2 
Otior Reducing HEPA Filter(s) 


Pre-Filter 


Room Air 


GETTING STARTED _ 


+ Select a firm, level, and flat location, 


+ When operating, large volumes of air are drawn toward (he alr purlfiar Surrounding areas should be cleaned 
and/or vacuumed frequently to prevent build-up of dust and other contaminants, This may also help prolong 
the life of the filter. If the unit is placed ona light colored carpet, a small mat of rug should be used underneath 
to prevent staining, This is especially important in homes with contamination from smoking, fireplaces, or 


where candles are burned. 


Ensure no grilles are blocked 


Ensure the front of the unit faces away from the closest wall or furniture, 


INSTALL CERTIFIED HEPA FILTERS AND ODOR REDUCING PRE-FILT 


The Certified HEPA Filters are supplied within the air purifier. They are wrapped to ensure 
purity, and are labeled to help identify the proper replacement filter a 


«Before using your new air purifier you must remove the wrapper covering the filter(s). 
Make sure the air purifier is OFF and unplugged. While pressing on the tab at the top 
of the rear grille, pull the grille towards you and remove it from the unit and set it aside 
(See Fig, 2). Grasp the sides of each fitter frame near its top end and pull outward 


Repeat for the second filter if applicable, 
+ Remove protective wrap from the filter 


8), 


+ Place the HEPA Filter(s) into the alr purifier housing with the arrows pointing taward 


the unit, Insert the bottom edge of the filter frame and press the top af the filter down 
and inward until the filter is firmly in place, Repeat for the second filter If applicable, 


Install the Household Gas & Odor Reducing Pre-Filter that js supplied within the air purifier. 


{t will be wrapped in plastic wrap to keep it fresh [oh 


+ Remove the pre-filter from the protective plastle bag 


+ Secure the pre-fitter under the pre-filter clips on the inside of the rear grille. 
+ Replace the rear grille by lining up the tab at the bottom of the grille with the slot in the alr purifier, 
Push the top of the grille towards the unit untilit snaps in place, Snap the filter grille back Into place, 
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OPERATION 


Portable air purifiers are more effective in rooms where all doors and windows are closed. it is recommended 
that you run your air purifier while you are at home to clean the air. 


HPAO60 Series Operation: 

+ Once you have removed the protective wrappers from the filters and have 
installed them in the unit, ensure the air purifier's control knob is turned 
to the OFF postion and plug the power cord into a working outlet. 

* Select desired cleaning level by turning knob to Germ, General 
Cleaning, or Allergen setting (Fig. 3). 

* The Allergen setting will effectively help reduce airborne allergens 
from the air. 

«The General Clean setting is best for capturing airborne particulate 
matter for general, everyday cleaning and odor reduction. 

+ The Germ setting will help maximize the air purifier's ability to capture 
airborne germs. Fig. 3 HPAQGO Control Panel 

Model HPA160 Series Operation: 

+ Once you have removed the protective wrappers from the filters and have installed them in the unit, plug the 
power cord into a working electrical outlet. 

+ Select cleaning level by simply TAPPING the power icon ( *g ) to 
toggle through setting options. The blue LED will illuminate the 
selected setting. TAPPING the Power button will also shut the unit 
OFF after moving through the cleaning settings. 

+ The Allergen setting will effectively help reduce airborne allergens 
from the air. 

+ The General Clean setting is best for capturing airbome particulate 
matter for general, everyday cleaning and odor reduction. 

« The Germ setting will help maximize the air purifier's ability to 
capture airborne germs. 


HPA160 Series models have a Turbo Setting option. (Not available on the 

HPAQ60 Series): 

To select the Turbo setting, push the Turbo button ( CJ Ni, 

The Turbo LED will illuminate (Fig. 4). When the air has been cleared, push the Turbo button again and the air 
purifier will return to the previously selected cleaning level 

Using the Timer Option (Not available on the HPAQGO Series): 

The HPA160 series models also have an Automatic Shut-off Timer option. If you would like the unit to 
automatically shut off after a specific period of time, push the Timer button (® )and toggle through to select 2, 
4, or 8 hours. The air purifier will automatically shut off after the selected time period. 

+ To set the unit for Automatic Shut Off, push the Auto-off Timer icon ( ©) 

» Continue to push the timer button to toggle through to the desired time setting. 

+ An LED will illuminate under the hour setting to indicate the selected run time. 

* The unit will automatically shut off after the indicated run time. 


Fig. 4 HPA1GO Control Panel 


ELECTRONIC FILTER CLEAN REMINDE! 


HPAOGO HPAL6O 


These air purifier models each have two electronic filter checks 

to remind you when to check and replace the HEPA Filter(s) 

and Household Gas & Odor Reducing Pre-Fitter based on the air 
purifier's hours of use. 

When the HEPA Filter(s) need to be replaced, a red LED on the 
Check Filter(s) button will come on and remain on untilitis RESET. 
You may unplug the air purifier without interrupting the filter 
check. 


Fig, 5 Wililluminate when itis time to change HEPA filters, 


Ared LED on the “Check Pre-Filter” button will illuminate when it Is time to replace the pre-filter. 


You should periodically check these filters, Depending on operating conditions, the HEPA Filters should be 
replaced every 12 months, and the Household Gas & Odor Reducing Pre-Filter overy 3 months, especially if there 
have been heavy odors in the home. 


To RESET Either Electronic Filter Check: 


When a filter check light remains on, itis time to replace the HEPA or Pre Filter and resat the filter check light. 
With the unit powered on, press the lighted button and hold for approximately 2 seconds until the light turns off 
Depending on individual usage (environment and hours used), you may need to check and replace filters more or 
less frequently. 

These cleaning intervals are intended as guidelines only, Performance of any filter media is dependent upon the 
concentration of contaminates going through the system, High concentrations of contaminates such as dust, pet 
dander and smoking will reduce the useful performance of the filter. 


NOTE: None of the filters are washable. DO NOT immerse them in water, 


FILTER REPLACEMENT 


See INSTALLATION INSTRUCTIONS on page 3 of this manual. 


The Certified HEPA Filter [J should be replaced one time per year for optimum performance. The replacement 
Di fitters are available in single packs and two packs, 


|f you would like your air purifier to remain effective at reducing household odors, and to operate most effectively, 
you should replace the Household Gas & Odor Reducing Pre-Filter once every 3 months. This pre-fitter is available 
4s the Household Gas & Odor Reducing Pre-Filter I or model HRF-B1 (single pack) or HRF-B2 (2 pack). 


To ensure stated product performance, use only Genuine Honeywall Replacement Filters. 


CLEANING AND STORAGE 


We recommend that you clean the air purifier at least once every 3 months and before extended storage. Use only 
a dry cloth to wipe the external surfaces of the air purifier. 

DO NOT USE WATER, WAX, POLISH, OR ANY CHEMICAL SOLUTION. 

If your Air Purifier will not be used for more than 30 days, we recommend: 

» Remove the HEPA Filters from the unit. 

» Wrap the HEPA Filters in an air tight plastic bag. 

+ Remove the Household Gas & Odor Reducing Pre-Filter and place it in an air tight plastic bag. 


FREQUENTLY ASKED QUESTIONS 


My Air Purifier is starting to make noise and the air output is less. What’s wrong? 
The filters may be dirty. High amounts of contaminates can block the pores in the filter and stop the alr from 
moving through it. Replace the filters. 


How long should | run my Air Purifier? 
The unit will be most effective when doors and windows are closed and should be run when you are at home. 


Can | wash any of the filters in my Air Purifier? 
No. Washing either filter will ruin it. 


ACCESSORIES AND REPLACEMENT FILTERS 


You may be able to purchase Honeywell replacement filters at the store where you purchased your air purifier or 
they can be ordered diractly at www.HoneywellPluggedIn.com or call 1-800-477-0457. 


To ensure stated product performance, use only Genuine Honeywell Replacement Filters 


« Certified HEPA Filter IJ model HRF-H1 (single pack) or HRF-H2 (2 pack) 
+ Household Gas & Odor Reducing Pre-Filter [&j model HRF-B1 (single pack) or HRF-B2 (2 pack) 


CONSUMER RELATIONS 


We are here to help answer any questions you may have about this product. 


Call us toll-free at: 1-800-477-0457, e-mail: ConsumerRelations@HelenofTroy.com, or visit our website at: 
www.HoneywellPluggedin.com, in Canada: www.HoneywellPluggedIn.ca. 


Please be sure to specify the model number of the unit you are contacting us about. 


NOTE: IF YOU EXPERIENCE A PROBLEM, PLEASE CONTACT CONSUMER RELATIONS FIRST OR SEE YOUR 
WARRANTY. DO NOT RETURN TO THE UNIT TO THE ORIGINAL PLACE OF PURCHASE. DO NOT ATTEMPT 
TO OPEN THE MOTOR HOUSING YOURSELF, DOING SO MAY VOID YOUR WARRANTY AND CAUSE 
DAMAGE TO THE AIR PURIFIER OR PERSONAL INJURY. 


5 YEAR LIMITED WARRANTY 


You should first read all instructions before 
attempting to use this product. 


A. This 5 year limited warranty applies to repair 
or replacement of product found to be 
defective in material or workmanship. This 
warranty does not apply to damage resulting 
from commercial, abusive, unreasonable use 
or supplemental damage. Defects that are 
the result of normal wear and tear will not be 
considered manufacturing defects under this 
warranty. KAZ USA, INC. IS NOT LIABLE FOR 
INCIDENTAL OR CONSEQUENTIAL DAMAGES 
OF ANY NATURE. ANY IMPLIED WARRANTY 
OF MERCHANTABILITY OR FITNESS FORA 
PARTICULAR PURPOSE ON THIS PRODUCT 
|S LIMITED IN DURATION TO THE DURATION 
OF THIS WARRANTY. Some jurisdictions do not 
allow the exclusion or limitation of incidental or 
consequential damages or limitations on haw long 
an implied warranty lasts, so the above limitations 
or exclusions may not apply to you. This warranty 
gives you specific legal rights, and you also may 
have other rights which vary from jurisdiction 
to jurisdiction. This warranty applies only to the 
original purchaser of this product from the original 
date of purchase. 


B. Atits option, Kaz USA, Inc. will repair or replace 


this product ifitis found to be defective in 
material or workmanship. Defective product 
should be returned to the place of purchase in 
accordance with store policy. Thereafter, while 
within the warranty period defective product may 
be returned to Kaz 


. This warranty does not cover damage resulting 


from any unauthorized attempts to repair or from 
any use not in accordance with the instruction 
manual. 


. This warranty DOES NOT cover the pre-filter or the 


HEPA filters, except for material or workmanship 
defects. 


Please go to www.HoneywellPluggedIn.com/ 
warranty-registration to register your product 
and receive product information updates a new 
promotional offers. 


FCC COMPLIANCE / CONFORMITE FCC / CUMPLIMIENTO DE LA FCt 


NOTE: This equipment fas buen tested and found to comply with the limits fora Class B digital device, pursuant to Part 15 of the 
FCC Rules. These limits are dasigned to provide reasonable protection against harmful interference in a residential installation. This 
equipment generates, uses, and can radiate radio frequency energy and, if not installed and used in accordance with the instructions, 
may cause harmful inte/ference to radio communications. However, there is no guarantee thatinterference will not occur ina 
particular installation. If this equipment does cause harmful interference to radio or television reception, which can be determined by 
turning the equipment off and on, the user is encouraged to try to correct the interference by one or more of the following measures: 


» Reorient or relocate the receiving antenna. 

« Increase the separation between the equipment and receiver. 

+ Connect the equipment into an outlet on a circuit different from that to which the receiver is connected 

+ Consult the dealer or an experienced radio TV technician for help. 

Warning: Changes or modifications to this unit not expressly approved by the party responsible for compliance could void the 
user's authority to operate the equipment 


REMARQUE: Cet appareil a été soumis aux tests d'usage et déclaré conforme aux limites établies pour appareils numériques 
de classe B, conformément a la partie 15 du réglement de la Commission fédérale des communications des Etats-Unis 

(FCC), Ces limites ont pour but de procurer une protection raisonnable contre les interférences préjudiciables dans une 
installation résidentielle, L'appareil génere, utilise et peut émettre de énergie radio électrique ; s'il n'est pas installé et employé 
conformément aux instructions, il peut provoquer des interférences nuisibles aux communications radio, Rien ne garantit que 
des interférences ne se produiront pas dans certaines installations. Si l'appareil cause des interferences nuisibles a la réception 
tadiophonique ou télévisuelle — ce qui peut étre établi en le mettant hors tension puis sous tension - utilisateur devrait essayer 
d'y remédier en adoptant une ou plusieurs des mesures suivantes : 

* modifier (orientation ou la position de lantenne réceptrice ; 

= augmenter l'écart entre l'appareil et le récepteur; 

» brancher Uappareilsur un circuit autre que celui sur lequel est connecte le récepteur ; ou enfin 

+ consulter le détaillant ou bien un spécialiste en radio at télévision experimenté. 

Avertissement: tous changements ou toutes modifications apportés, quels quills soient, n’étant pas expressément approuves 
par la partie responsable de la conformité pourrait annuler l'autorisation de lutilisateur a employer l'appareil 


NOTA: Este equipo ha sido probado y cumple con los limites correspondientes para un dispositivo digital Clase B, segun la Parte 
15 de las Normas de la FCC (Comisin Federal de Comunicaciones de EE.UU,). Estos limites estan disefiados para proporcionar 
proteccién razonable contra interferencias perjudiciales en una instalacion residencial. Este equipo genera, utiliza y puede 
emitir energia de frecuencias de radio y, sino es instalado y usado de acuerdo a las instrucciones, puede causar interferencias 
perjudiciales en las comunicaciones de radia. Sin embargo, no hay garantia de que no ocurriran las interferencias en una 
instalacién determinada. Si este equipo causa interferencias perjudiciales en la recepcidn de radio o televisidn, que se pueden 
identificar encendiendo y apagando el equipo, recomendamos al usuario que intente solucionar las interferencias tamando una 
0 mas de las siguientes medidas: 

* Cambiar la orientacion 0 posicidn ce la antena receptora, 

* Aumentar la separacion entre el equipo y el receptor. 

+ Conectar el equipo a un tomacorriente de un circuito diferente del que 
+ Consultar al proveedor o a un técnico de radio TV con experiencia para recibir ayuda, 

Advertencia; Cambios 0 modificaciones hechos a esta unidad que no hayan sido expresamente aprobados por la parte 
responsable del cumplimiento pueden anular la autoridad del usuario para utilizar al equipo. 


ponectado el receptor. 
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© 2020 Allrights reserved. 
Kaz USA, Inc., a Helen of Troy Company 
400 Donald Lynch Blvd., Suite 300, Marlborough, MA 01752 


Honeywell is a trademark of Honeywell International Inc., used under license by Helen of Troy Limited. 


Distributed by: Kaz Canada, Inc., a Helen of Troy Company 
6700 Century Avenue, Suite 210, Mississauga, Ontario L5N GA4 


Contact us at 1-800-477-0457 or www.HoneywellPluggedin.com 
in Canada www.HoneywellPluggedin.ca 


EPA Establishment No. 91199-CHN-001 
Made in China 


1. Based on March 2018 Cascade Survey Research results reporting 48 out of 70 (69%) surveyed Allergists that recommend 
a brand of portable air purifiers to their patients, recommend “Honeywell” air purifiers as their first choice. 


For Responsible recycling, please visit: 


RECYCLE 9 NATION 


www.RecycleNation.com 


© 2020 Tous droits réservés. 
Kaz USA, Inc., une société de Helen of Troy 
400 Donald Lynch Blvd, Suite 300, Marlborough, MA 01752 


Honeywell est une marque de commerce de Honeywell International Inc., qu’utilise Helen of Troy Limited sous licence. 


Distribué par : Kaz Canada, Inc., une société de Helen of Troy 

6700 Century Avenue, Suite 210, Mississauga, Ontario L5N 6A4 

Pour nous jaindre, composez le 1 800 477-0457 ou visitez www.HoneywellPluggedin.ca 

Au Canada : www.HoneywellPluggedIn.ca. 

N° d'établissement de !EPA 91199-CHN-001 

Fabriqué en Chine 

1 Selon les résultats d'un sondage effectué par Cascade Survey Research en mars 2018 - 48 des 70 allergologues interrogés 


(soit 69 %) quirecommandent un purificateur d’air portatif a leurs patients recommandent un appareil Honeywell comme 
premier choix. 


© 2020 Todos los Derechos Reservados 
Kaz USA, Inc., una Empresa de Helen of Troy 
400 Donald Lynch Blvd, Suite 300, Marlborough, MA 01752 


Honeywell es una marca registrada de Honeywell International Inc., utilizada baje licencia por Helen of Troy Limited. 


Distribuido por Kaz Canada, Inc., una Empresa de Helen of Troy 
6700 Century Avenue, Suite 210, Mississauga, Ontario L5N 64 


Contactenos alteléfano 1-800-477-0457 0 alsitio web www.HoneywellPluggedin.com 


Numero de establecimiento de la EPA 91199-CHN-001 
Hecho en China 


1. Basa en los Resultados de la Investigacién hecha en Marzo del 2018 de la Encuesta en Cascada, donde se reporté que 
48 de 70 (69%) Alergdlogos encuestados que recomiendan una marca de purificadores de aire portatiles a sus pacientes, 
recomiendan los purificadores de aire “Honeywell” como su primera opcién. 


Para reciclar responsablemente, por favor visite: 


RECYCLE 9 NATION ee 


www.RecycleNation.com 23APR20 


